The modified Modern house above is attractive and livable. Asymmetric balance indicates an
irregular floor plan. Note the horizontal slab shading the picture window and door. The
large potted plants help to emphasize the entrance. Courtesy Robert Aim-worth, architect.

The pleasing traditional cottage below has a satisfactory location for the garage,
plan is evidently irregular, as is also the design of the fagade.
Courtesy Weyerhaeuser Sales Company.
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